The Mound, the Castle and Churches

possibly have been built in the time of Edward the
Confessor.

How very literally S, Peter's guarded the east may
be gathered by inspecting the two turrets at the east
end of the church. There were small openings in
these whence a watch could be kept over the streams
and the approach to East Gate.

"Whether the crypt of this church, as we now have
it, dates entirely from D'Oigli's time is a moot point.
It may be that it does, but the actual masonry, it will
be noticed, the ashlar work, capitals and arches, are
superior to that of the Castle and S. Michael's. The
plan of the original crypt of S. George's in the Castle
shows that it had, in accordance with the general rule
of eleventh-century work in this country, an apsidal
termination. The crypt of S. Peter's, as built in
D'Oigli's day, was, it is suggested, no exception. It
had an apsidal termination which did not extend so
far towards the east as the present construction. But,
as happened again and again in the history of in-
numerable churches and cathedrals at home and abroad,
of Chartres, Rochester, Canterbury, for instance, the
crypt was presently extended eastwards. The exten-
sion in the present case would enable the small apse
to be changed into a larger choir with a rectangular
east end. The result is, that looking eastwards, and
noticing that there is no apparent break between the
wall of the crypt and the wall of the chancel above,
which evidently belongs to the middle of the twelfth
century, you would be inclined to attribute the whole
crypt to that date, if you did not notice the small
doorways on either side and at the western end.
Looking westward, you see work which carries you
back to the days when S. Michael's and the Castle
tower were being built. For the three western arches,
two of them doorways now blocked up and the central
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